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BILL NO. S-83-097,5r^ 


SPECIAL ORDINANCE NO- 




AN ORDINANCE approving Change Order 
#1, Res. #375-82, Group 6A, Misc. 
Repairs at WPC Plant, with Bowen 
Engineering Corp., DSR No. 047133, 
in connection with the Board of 
Public Works. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 

OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That Change Order #1, Res. #375-82, Group 

6A, Misc. Repairs at WPC Plant, with Bowen Engineering Corp., 

DSR No. 047133, in connection with the Board of Public Works for: 

Change Order #1 for Res. #375-82, Group 6A - 
misc. repairs at WPC Plant is required be¬ 
cause it was necessary to add to existing 
contract of misc. repairs to the Sewage 
Treatment Works, DSR No. 047133, which is 
to replace a trash rack that was knocked 
off during the 1982 flood. The replace¬ 
ment of the trash rack will provide pro¬ 
tection of the upstream sewage regulator 
from being clogged by floating debris 
that might travel up the outfall pipe 
during increased stages of the St. Mary's 
River. This is a Federal Emergency Man¬ 
agement Agency Report; 


involving a total cost of Nine Hundred and No/100 Dollars 
($900.00), all as more particularly set forth in the specifica¬ 
tions, and which is on file with the Office of the Board of 
Public Works, and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and ap 
proved. 


SECTION 2. That this Ordinance shall be in full force 
and effect from and after its passage and any and all necessary 
approval by the Mayor. 


Counci ImeiODer 


APPROVED AS TO FORM 
AND LEGALITY 









Read the 
seconded by 


in full and on motion by_ 
and du^ adop-^ 


, re^ the s@cd2nd time 

_(and the City 


Plan Commission for recommendation) and Publid Hearing to be held after 
due legal notice, at the Council Chambers, City-County Building, Fort Wayne, 
Indiana, on_, the_^day of 




Read the third ih\ full and on motion by__ 

seconded by_ _, and duly adopted, plao^d^on its 

passage. PASSED ' tf i Q C? ) ^y the following vote: 


i'opted, plao^^on it 


ABSTAINED 


TOTAL VOTES 

BRADBURY 
BURNS 
. EISBART 
GiaQUINTA 

SCHMIDT 

SCHOMBURG 

SCRUGGS 

STIER 
TALARICO 

DATE: 






- CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as (ZjQNX NG MAP) (GENERAL) (ANNEXATION S (SPECIAL) 


Cg^ PI tO PRI AT I -QN) ORDINANCE 
on the _ d ay of_ 


2 IAL) 

_, 19 



Approved and signed by me this 
19 , at the hour of_^_ 


_day of 














































































Crl^'JJGE ORDER 

Res. 375-82 

_ Group 6A - MISC. 

. AT WATER POLLUTION CONTROL 

PROJECT: P! ANT ______ 


CILy^GE ORDER NO. 


DATE: 


September 16, 1983 


CONTRACTOR: 


Bowen Engineering Corp. 


COST BREAKDOWN 

item No. 

& Ouantitv 

Descriution 

Unit Price 

Increase 

Decrease 

15. 

iew item for replacement of trash 




. 

"ack on Thieme Drive Regulator 

Overflow Headwall at St. Mary's Rive 

r 




3SR No. 047TJ3 “ 

Lump Sum 

$900.00 






































TOTAL INCREASE_ $900.00 


TOTAL DECREASE_ 


TOTAL CHANGE ORDER AMOUTTT 


$900.00 


Original Contract Price $102^070 00 


N/A 


Adjusted Contract Price prior to this Change OrQer_ 

Rev Adjusted Contract Price, including this Change Order $103,870.00 


The above project is increased/(:X^(X^^$(?(0(^ by the above amo’ont of $ 90 0_^0_^- 

and the calendar days for total project completion including this change order is 
increased/decreased by -0- __ days. 
















































Group 6A - MISC. REPAIRS AT 

water pollution control plant - 

..R0J£CT:_CPLy.'GE ORDER KO. __ 3 ^ 

?AGE___ 2_ OF _2 


Justification: Add to existing contract of miscellaneous repairs to the Sewage 
Treatment Works, DSR No. 047133, which is to replace a trash rack that was 
knocked off during the 1982 flood. 


nrl-iCT OK OVERALL PROJECT: Scope L Operation, Maintenance 

The replacement of the trash rack will provide protection of the upstream 
sewage regulator from being clogged by floating debris that might travel 
up the outfall pipe during increased stages of the St. Mary's River. 




T~/7~77 /f 
































n 


FEDERAL EMERGENCY MANAGEMENT AGENCY 

DAMAGE SURVEY REPORT 


. DECLARATION NO. 

^^2- OQ~IaJ 


. INSPECTION DATE 

•g A^aiL 


0 


_ FEDERAL EMERGENCY MANAGEMENT AGENCY 


. APPLICANT (State Agency, County. City, etc.) 

C>4-^ /n' 

. WORKjCATEGORY ('‘K" Applicable Box) 

□ emergency Da Db 
S permanent □€□□ □£ K5f 


5. WORK ACCOMPLISHED BY 
CONTRACT 
□ FORCE ACCOUNT 


047133 


. DAMAGED FACILITIES (Location, identification and description) 


'Ti 


Gale jgec^u on 


I h > etyne. 

Dr. 


H YES O NO 


. DESCRIPTION OF DAMAGE 


A’’ P'Ufb 

Iw. o'Vlx'c r 


o (<x>^cL 


iool 


. SCOPE OF PROPOSED WORK 

.5, 


vo '.A'k Z-A ^ C-X • ^ 


11. ESTIMATED COST OF PROPOSED WORK 


JANTITY 

(a) 

UNIT 

(b) 

MATERIAL AND/OR DESCRIPTION 

(c) 

UNIT PRICE 

(d) - 

COST (dollars) 

(e) 

/ 


C.i. F up 

I~TSo~ 

/7SCD — 




7 5^'^ 

7^50*^ 










C»v5'00'-^ 








P'yj a >r)d-e.r/r>a J' 0,/} ( /! /c) 


2.70 ' 



V r 

































EXISTING INSURANCE (Type) I AMOUNT 

. .- 

TOTAL £•# $ 



FEp'ERAL REVI EW (Signature. Agency, date) 


FEMA REVIETV (Initials and date) 










































S-83^09-59 


BILL NO. 


REPORT OF THE COMMITTEE'ON CITY UTILITIES 


WE, YOUR COMMITTEE ON City Utilities 
ORDINANCE approving Change Order #1, # 
at WPC Plant, with Bowen Engineering Corp. 
connection with the Board of Public Works 


_^10 WHOM WAS REFERRED AN 

375-82, Group 6A, Misc. Repairs 
, DSR NO. 047133, in 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE _^PASS. 


































TITLE Or ORDINANC E Change Order # 1, Res. /f375-82,Group 6A-Misc. ^airs at NPC Plant 
DEPARII-IENT requesting ordinanc e Board of Pu blic Works ^^ 


SYNOPSIS OF ORDINANCE Change Order #1 for Res. 375-82, Group 


• misc. repairs at 


WPC Plant is required because it was necessary to add to existing contract of ' 


inisc. repairs to the Sewage Treatment Works,. DS R No. 047133, which is to replace 
■a trash rack that was knocked off during the 1982 flood. The replacement of the 


trash rack will provide protection of the upstream sewage regulator from being ' ^ 

clogged by floating debris .that .might travel, up the. outfall pipe duringT^TcT^eT 

stages of the St. .Mary’s River. , ; .TM s is. a .FederarEmergency k^g^ment Agency ' 

Report. The contractor is Bowen Engineering Corporation.' ^ ^ ^ ^- 


EFFECT OF PASSAGE 


Facilitate completion of proje ct. 


EFFECT OF NON-PASS.AGE 


MONti LWOLVED (DIRECT COSTS, EXPENDITURE, S.AVINGS) $900.00 


ASSIG.NED TO COMMITTEE 




























































































